XXIX.     RHEIMS CATHEDRAL, FROM THE NORTH, BEGUN IN 1211 ; CHOIR, TRANSEPTS AND NAVE I3TH CENTURY,
TOWERS IJTH CENTURY.
XXX.    LINCOLN CATHEDRAL, FROM THE NORTH, CHIEFLY 1192-1280.